PHILIP MORRIS U.S.A. 


CONTRACT } Ql-5 4 


PERMANENT BULLETIN PROGRAM 
INSPECTION REPORT 


C/M 

3 t IS I 80 

- ; -Date - 


MARKET: Mil Hauler T/A ^JQ LOCATION: X" W @ A-ooWr F / iM _ 

PROGRAM: Maribaso _ BRAND: Reds _COPY: CMmd OiM 

PLANT: Derre __ INSP. DATE: 3M / 84 BY: ^<4 AskA^ 


SIZE 

D.E.C. 

SOURCE/YEAR 

N' X 58 1 

'78.3 

"Tag /g&o 


TYPE ARTERIAL: 

j/ 

EXPRESSWAY 

_ MAJOR _ 

SECONDARY 



ROAD POSITION: 

X 

HEAD-ON 

_ RIGHT HAND _ 

LEFT HAND 



FIELD IMPRESSION: 

X 

EXCELLENT 

_ ABOVE AVERAGE _ 

AVERAGE 

_ 

POOR 

LIGHTING: 

X 

METALIC VAPOR 

_ QUARTZ __ 

FLUORESCENT 

_ 

OTHER* 

LIGHTING VALUE: 


EXCELLENT 

_ ACCEPTABLE _ 

POOR 

NOT CHECKED 

* OF FIXTURES: 

JL 


BRAND OF FIXTURE: 

HOLOPHANE 

tS 

CROUSE-HINDS 




CONDITION 




STRUCTURE: i/” WELL MAINTAINED 

_ POORLY MAINTAINED 




POSTED PORTION: «/ NEAT & CLEAN 

_ POORLY POSTED 

_ FLAGGING 

_ 

N/A 

PAINTED PORTION: iX PROPERLY EXECUTED 

_ POORLY EXECUTED 

_ POPPING/FADING 

_N/A 

MANDATORY: ^ UP- 

•TO-DATE 

OUT-OF-DATE 





COMMENTS: 


fs) 

O 

-S* 


a 



Source: https://www.industrydocuments.ucsf.edu/docs/nzdm0004 




